HATCHER'S  MEMORIAL  BAPTIST  CHURCH 
Brentsville,  Virginia 

During  the  Civil  War,  the  stone  church  was  used  as  a 
hospital  and  barracks.  By  the  war's  end,  most  of  the 
church  had  been  destroyed  except  for  the  sturdy  stone 
walls.  Now  restored,  it  has  resumed  its  role  as  a 
house  of  worship. 
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